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Cantonment buildings, 

Kitchen 

Wooden sheds with vaulted roofs, 
each about 130^33x17 ft * 

Stables, brick buildings, 
each about 13 0 to 200x33x20 ft* 

Kitchen am me s shall, brick building, 
about 65x33x25 ft* 

Officers* billets, about 33x20x20 ft. 
Officers* club house 
Place where troops fall in 
Kitchen, wooden building , about 65x65x1/ 
Headquarters building, brick; structure 
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